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UNCLASSIFIED 

PAGE 01 STATE 123991 
ORIGIN EB-07 

INFO OCT-01 ISO-OO EUR-12 CG-00 DOTE-OO /020 R 


Message Text 


DRAFTED BY EB/TD:DANDERSON:SP 
APPROVED BY EB/TD : GLHUFFCUTT 
EUR/NE:JPSHUMATE 
USCG:G-OTM-S/73 (INFO) 

281710Z 110267/42 

R 280132Z MAY 77 
FM SECSTATE WASHDC 

TO INTERNATIONAL TELECOMMUNICATIONS BR LONDON 
TELEX NO 261 969 
ANSWER-BACK MINPOSTEL LDN 


UNCLAS STATE 123991 


E.O. 11652: N/A 


TAGS: ETEL, UK, US 

SUBJECT: REPORTED INTERFERENCE TO NIK BY MHU ON 8502 KHZ. 


FOR RADIO REGULATORY DEPARTMENT. YOUR ASSISTANCE WOULD 
BE APPRECIATED IN FOLLOWING MATTER. US COAST GUARD 
HAS OVER PAST SEVERAL DAYS EXPERIENCED INTERFERENCE 
FROM STATION MHU, NORTHWOOD, TO RECEPTION OF INTERNATIONAL 
ICE PATROL BROADCASTS ON 8502 KHZ. STATION NIK AT 
BOSTON TRANSMITS ICE PATROL BROADCASTS DAILY FROM 
0018 TO 0103 GMT AND FROM 1218 TO 1303 GMT (RADIO- 
TELEGRAPHY, 0.1A1) AND FROM 1600 TO 1630 GMT (FACSIMILE 
WEATHER MAP, 4F4). WE WOULD BE MOST APPRECIATIVE IF 
TRANSMISSIONS THAT MIGHT INTERFERE WITH ICE PATROL 
BROADCASTS WERE HELD TO MINIMUM. REGARDS. GORDON L. 
HUFFCUTT, ACTING DIRECTOR. OFFICE OF INTERNATIONAL 
COMMUNICATIONS POLICY, DEPARTMENT OF STATE, WASHDC. VANCE 

UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: RADIO FREQUENCY INTERFERENCE 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 28-May-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977STATE1 23991 

Document Source: CORE 

Document Unique ID: 00 

Drafter: DANDERSON:SP 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770191-1202 
Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1977056/aaaaaevv.tel 

Line Count: 47 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 82a2a494-c288-dd11-92da-001cc4696bcc 
Office: ORIGIN EB 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 22-Mar-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2528483 
Secure: OPEN 
Status: NATIVE 

Subject: REPORTED INTERFERENCE TO NIK BY MHU ON 8502 KHZ. FOR RADIO REGULATORY DEPARTMENT. YOUR ASSISTANCE WOULD 
BE APPRECIATED IN FOLLOWING MATTER. US COAST GUAR 
TAGS: ETEL, UK, US 

To: INTERNATIONAL TELECOMMUNICATIONS 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/82a2a494-c288-dd1 1-92da-001cc4696bcc 
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